HOUSE OF BRANDENBURG
Frederick I, first King of Prussia, 1701,
1688-1713.
Frederick William I,
1713-1740,
Frederick II, the Great,                        Augustus William,
1740-1786;                                         06,1758.
ob.$.p.                                                      1
Frederick William II,
1786-1797.
Frederick William III,
1797-1340*
Frederick Wluiam IV,                                      William I,
1840-1861;                                              succ. 1861;
ob.s.p,                                          ' German Emperor',
1871.
Frederick (III of Prussia),
March-June, 1888,
William II,
1888-1918.